Average annual maintenance expenditure per permanent dwelling 


for permanent dwellings managed by Indigenous Housing Organisations 











See inset 
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Inset of Torres Strait Area 





Expenditure ($) 


Hi 2,500 or more 

a 2,000 - 2,499 Data based on location of IHO office 

- 1,500 — 1,999 Classification: Indigenous Coordination Centre (formally known as ATSIC Region) 
1,000 - 1,499 





Source: Housing and Infrastructure in Aboriginal and 
Torres Strait Islander Communities, Australia, 2006 
(cat. no. 4710.0) 

© Commonwealth of Australia, 2007 


Less than 1,000 
Housing is administered by IHOs located in other ICC regions 

















Average weekly rent per permanent dwelling 


for permanent dwellings managed by Indigenous Housing Organisations 
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_ 15 


Inset of Torres Strait Area 


Rent per permanent dwelling ($) 


Hi 100 0r more 

OC 60 - 99 s Data based on location of IHO office 

- 40 — 59 B Classification: Indigenous Coordination Centre (formally known as ATSIC Region) 
30 - 39 





Source: Housing and Infrastructure in Aboriginal and 
Torres Strait Islander Communities, Australia, 2006 
(cat. no. 4710.0) 

© Commonwealth of Australia, 2007 


Less than 30 
Housing is administered by IHOs located in other ICC regions 

















Distance to nearest hospital 





for discrete Indigenous communities with 50 people or more 





























09 
Distance (km) Reported usual population \ | 
In community of discrete Indigenous communities an ee 

— . be 10 500 people or more ” 

MM 25-49 ©) 200 - 499 people Bo © Classification: Indigenous Coordination Centre (formally known as ATSIC Region) 
M 50-99 = a cee Source: Housing and Infrastructure in Aboriginal and 
MM 100-249 ey Orie Reonle 4 29 i Torres Strait Islander Communities, Australia, 2006 
M250 or more \ ag (cat. no. 4710.0) 


Ye a © Commonwealth of Australia, 2007 


Distance to nearest primary school 





for discrete Indigenous communities with 50 people or more 




















Distance (km) Reported usual population 
In community 

(] Less than 10 ~ ) 500 people or more 

M 10-24 

M 25-49 ©) 200 -— 499 people 

HM 50-99 © 50-199 people 

HM 100-249 

Hi 250 or more 





of discrete Indigenous communities 








Classification: Indigenous Coordination Centre (formally known as ATSIC Region) 
ie ee Source: Housing and Infrastructure in Aboriginal and 
sy $ Torres Strait Islander Communities, Australia, 2006 
\ fi (cat. no. 4710.0) 
‘ef © Commonwealth of Australia, 2007 


Main sewerage system 





for discrete Indigenous communities with 50 people or more 


Sewerage system 





Town system 

Community water-borne 

Septic tank with common effluent disposal 
Septic tank with leach drain 

Pit toilet 
































Reported usual population 
of discrete Indigenous communities 


/® 


500 people or more y 
200 — 499 people Fis 
50 — 199 people \ ' 





Classification: Indigenous Coordination Centre (formally known as ATSIC Region) 
Source: Housing and Infrastructure in Aboriginal and 

Torres Strait Islander Communities, Australia, 2006 

(cat. no. 4710.0) 

© Commonwealth of Australia, 2007 





Permanent dwellings requiring major repairs or replacement 


as a percentage of all permanent dwellings managed by Indigenous Housing Organisations 


See inset 


Inset of Torres Strait Area 


Per cent 























40 or more 


30 - 39 Data based on location of IHO office 


20 - 29 is ‘» — Classification: Indigenous Coordination Centre (formally known as ATSIC Region) 
Less than 19 Source: Housing and Infrastructure in Aboriginal and 
Housing is administered by IHOs located in other ICC regions Torres Strait Islander Communities, Australia, 2006 


(cat. no. 4710.0) 
© Commonwealth of Australia, 2007 


Source of drinking water 





for discrete Indigenous communities with 50 people or more 
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Drinking water supply Reported usual population 
of discrete Indigenous communities 
Town supply ; eo 
[1 Bore water ©) 500 people or more ” om 
Hi Rain water tank = a A 
BE eRiver or reservoir ©) 200-499 people PL & Classification: Indigenous Coordination Centre (formally known as ATSIC Region) 
; ee anne Source: Housing and Infrastructure in Aboriginal and 
Well or sprin oO - \ 
— he ities SD dea pees 4 29 4 Torres Strait Islander Communities, Australia, 2006 
OJ \ i (cat. no. 4710.0) 


Other ae © Commonwealth of Australia, 2007 


Source of electricity 





for discrete Indigenous communities with 50 people or more 
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Electricy source Reported usual population \ | 
; : of discrete Indigenous communities Nr 
_| State grid/transmitted ; oe 
Community generator (._) 500 people or more 
Domestic generator ; 

= pea >) 200 - 499 people ; 

: = _ et Source: Housing and Infrastructure in Aboriginal and 
— ae hybnd OQ 50-199 people % 29 ; Torres Strait Islander Communities, Australia, 2006 


\ ad (cat. no. 4710.0) 
ah © Commonwealth of Australia, 2007 


